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SUBJECT: EMERGENCY LIGHTING 
REE: FRANKFURT 7704 
FRANKFURT FOR OIC/RTC 

1 . DESPITE VISIT OF RSO AND SEABEE, ONE LAMP UNIT STILL 

NOT OPERATIVE, HOWEVER, REST OF EMERGENCY LIGHTING SYSTEM 
NOW WORKING. SOCKET APPEARS TO BE OF GERMAN ORIGIN. 
FOLLOWING LEGEND APPEARS ON BASE: 

"SCHACO - — P943 500V". PART CANNOT BE PURCHASED 

LOCALLY. 

2. IN ORDER TO REPAIR LAMP UNIT, PROCUREMENT OF A RE- 
PLACEMENT SOCKET IS REQUIRED. WHEN INSTALLED, IT SHOULD 

BE ACCOMPLISHED CONCURRENTLY WITH REPLA EMENTS FOR THREE 
OTHER UNITS. REQUEST FRANKFURT TO PROCURE NECESSARY 
SOCKETS. 

3. WHEN REPLACEMENTS SOCKETS ARE RECEIVED BY EMBASSY 
WE WILL BE REQUESTING INSTALLATION TECHNICAL SUPPORT. 

4. RSO AND SEABEE ASSURE LAMP UNIT HOUSINGS AND LENSES 
ARE IN GOOD CONITION. SHORTED SOCKET BEING POUCHED TO 
ASSIST IN IDENTIFICATION. 
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